LOUISVILLE 

MARLBORO LIGHTS 100 REG SP 
PRODUCT C0KI-0180 
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EFFECTIVE DATE! 1/30/84 



BASIC HEIGHT SPEC IFICATION 
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TOBACCO ROD LENGTH ! 

68.0 

MM 

TIPPING LENGTH t 

36.000 

MM 

CIGARETTE PAPER WIDTH J 

27,25 

MM 

CIRCUMFERENCE.i 

24. BO 

MM 

CALCULATED VOLUME ! 

3,328.1463 

CUBIC HM 

CALCULATED DENSITY J 

24.7500 

CGHS/CC 
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PACK MOISTURE 

12,50 

X W/U 

msuEms. _ 



FILLER WEIGHT 

.8237162 

GRAMS 

CALCULATED WEIGHT 

1.8160 

LBS. /lOOO 

PAPER AND PASTE 

.0472997 

GRAMS 

ROD WEIGHT 

.8710159 

GRAMS 

TIPPING AND ADHESIVE 

.0442302 

GRAMS 

TOTAL LESS PLUG 

.9152461 

GRAMS 


REASON FOR CHANGE i PAPER/PASTE WEIGHT INCREASED DUE TO INCREASED CIGT. PAPER 
WIDTH 



PREPARED BY! 
APPROVED BY! 
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Source: https://www.industrydocuments.ucsf.edu/docs/kfhm0004 
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